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To all whom it may concern : 

Be it known that I, Eeastus Tracy, of 
Poughkeepsie, in the county of Dutchess 
and State of Few York, have invented a 
8 new and useful machine for the purpose of 
cleaning the burs from the wool on the 
sheepskins, as imported from South America 
and other places; and I do hereby declare 
that the following is a full and exact de- 

10 seription thereof. 

I construct a frame, such as is represented 
at A, A, in the drawing, upon which I 
moimt a cylinder B, which may be two feet 
long, and one foot in diameter, or of such 

15 other dimensions as may be preferred. 
Upon this cylinder, I place four, or any 
other convenient number, rows of teeth, 
which should be made of steeL These teeth 
should be about an inch long, and stand 

20 about an eighth of an inch apart. They 
may be cut upon plates of steel, or they may 
be 'set separately into the cylinder. This 
cylinder is to be made to revolve with a 
rapid motion, toward the endless apron C, 

25 upon which the skin to be operated upon is 
to be laid. 

The two rollers aroimd and with which 
this endless apron revolves are placed in a 
separate frame D, which is made to slide 
30 back and forth upon the frame A, by means 
of the rack and pinion A, A. The endless 
apron is made to revolve by hand, by means 



of the winch E, attached to the front roller. 
Immediately above this latter roller, there 
is a pressing roller F, which is to be borne 35 
down by means of weights or springs; and 
between this and the endless apron the skins 
to be operated upon are held. 

In using this machine, the frame D, is to 
be moved back from the cylinder B, the *0 
skin to be cleaned is then placed upon the 
endless apron, and the winch E, turned so 
as to pass it about half waj'' through be- 
tween the roller F, and the apron, the frame 
D, is then moved toward the revolving cjd- 45 
inder, so that its teeth shall take into the 
wool, the winch is then turned so as to with- 
draw the skin, the other half of which is 
then subjected to the same operation with 
the first, and it will be found to be perfectly 
cleaned, without loss of, or injury to the 
wool. 

I claim as my invention, and ask a Patent 
for, 

The above described machine for cleamng 
wool on the skin from burs; that is to say — 
a machine having a revolving cylinder fur- 
nished with teeth, to which the skin, placed 
upon an endless apron, is to be fed up, and 
operated upon, as herein set forth. 

EEASTUS TEAOY. 

Witnesses: 

Clement F. Coote, 
W. C. Fountain. 



